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~ HERBRAND Phisbinatie Tools Warranty 


We are proud of the quality of our HERBRAND Pneumatic Tools and guarantee them to be free of defacts in original 

workmanship. The obligation assumed under this guarantee is limited to the replacement of any part or parts which 

prove fo our satisfaction, upon examination, to have been defective, within three (3) months from the date of shipment. 

This warranty, of course, does nol cover damage caused by misuse, abuse, improper maintenance or lubrication, or 

normal wear and tear, This warranty is made expressly in place of all other guarantees expressed or implied with 
_ respect to fitness, merchantability, or quality. 





For Service Contract 
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